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FIGURE 9.1 Flow diagram for the United States Seismograph
System (Rl).  Rl refers to Recommendation 1 text, R2 to
Recommendation 2, etc.

The main responsibility and expertise on aspects of
observatory seismology now reside with the U.S. Geological
Survey (USGS).  The Panel is convenced that, given suffi-
cient support, the USGS can not only take a lead in making
the present recommendations reality but can undertake many
of the necessary cooperative agreements to ensure the opera-
tion, maintenance, and consolidation of the new NDSN and
upgraded regional networks and regional research centers.

Similarly, the major responsibility for the management
of the archived seismological data acquired through the
upgraded USSS resides with the Environmental Data Informa-
tion Service.  The service must be funded so that it can
undertake this responsibility in cooperation with the USGS
and regional research centers in a satisfactory way.

The Panel considers that a 4-year period is sufficient
to complete the installation of the minimum number of
National Digital Seismograph Network (NDSN) stations rec-
ommended in this report.  This conclusion is based on
experience with the installation of the Worldwide Standard-
ized Seismograph Network (WWSSN) in the United States in